APPENDIX C

Enlisted Men

Grade school or less               28.6%

i, 2, 3 years high school          32.6%

High-school graduate             27.6%

i, 2, 3 years college                  8.2%

College graduate                     2.1%

Postgraduate                            .9%

100                                100

AGCT score. The Army General Classification Test was given to ail en-
listed men and women at the time they joined the Army. It was not an intelli-
gence test, but it did serve as a general guide to the individual's fund of
knowledge and his ability to use certain information. As a result, it became
regarded as an index of the individual's intellectual capacity. The results are
tabulated in such a way as to be divided into five general groups beginning
with the highest scores in Grade I and the lowest in Grade V. The distribution
of the enlisted Army personnel at different periods on the basis of these scores
was as follows: 6
Mar. 31,1944         Mar. 31,1945          Mar. 31,1946
Grade I            6.34%                   6.00%                   5*42%
Grade II          31.00%                 31.00%                 28.73%
Grade HI        30.68%                 31.00%                 32.60%
Grade IV        25.12%                 27.00%                 28.73%
Grade V           6.86%                   5.00%                   4-52%
The race distribution. Nine out of ten American soldiers were of the white
race (90 per cent); 8 per cent were Negro, the majority of whom came from
the South; 2 per cent were not classified as either white or Negro race and
were chiefly Indians, Japanese, and Chinese. From December i, 1941, through
December i, 1946, approximately 970,000 Negroes served in the Army with
peak strength of 703,000, on July 31, 1945. Of this number there were 4,728
male officers, 697 warrant and flight officers, 121 WAC officers, 247 nurses,
2 physiotherapists, 3,645 enlisted WACs, and 692,229 enlisted men. There
were approximately 360 Japanese-American officers, 27,226 enlisted men, and
81 WACs who served in the Army between July i, 1940, and January 31,
I94&7 Excluding new regular Army enlistments following August, 1945,
there were 111,217 noncitizen (foreign bom) entrants and 200,656 citizens
of foreign birth as enlisted men and 4,392 foreign born citizens among en-
listed women.8
Localities from which enlisted men came. The geographic area of origin
7 Figures obtained from ASF, Division of Statistics, May, 1946.
8 Figures supplied by Chief, Manpower Control Group, War Department General Staff, 3 Sep-
tember